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Errata 


Fumio Iwata. 2001. Nipponnemertes fernaldi, a new species of swim- 
ming monostiliferous hoplonemertean from the San Juan Archipelago, 
Washington, U.S.A. — Proceedings of the Biological Society of Washing- 
ton 114 (4): 833-857. Figure 4, page 842, due to author oversight figure 
captions were misplaced: 

Image for Fig. 4f appears above the Fig. 4h legend. 

Image for Fig. 4g appears above the Fig. 4f legend. 

Image for Fig. 4h appears above the Fig. 4g legend. 


